This report is required by law (7 USC 2143). Failure to report according to the regulatiCKis can See reverse side for Interagency Report Control No 

result in an order to cease and desist and to be subject to penalties as provided ftx in Section 2150. additional information. 0160'DOA-AN 


UNITED STATES DEPARTMENT OF AGRICULTURE 

ANIMAL AND PLANT HEALTH INSPECTION SERVICE 

ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 

1. REGISTRATION NO. CUSTOMER NO. 

42-R-0002 1574 

FORM APPROVED 

0MB NO. 0579-0036 

2. HEADQUARTERS RESEARCH FACIUTY (Name and Address, as registered with USDA, 
include Zip Code) 

DES MOINES UNIVERSITY - 0 M C 

3200 GRAND AVE 

DES MOINES, lA 50312 
(515)271-1520 

3. REPORTING FACILITY (List all locations where animals were housed or used In actual research, testing, teaching, or expenmentation. or held for these purposes. Attach additional 
sheets if necessary.) 

FACILITY LOCATlONSfatesJ 

See Attached Listing 

Animal Care Facility , Ryan Hall 

Surgical Facility, Ryan Hall 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attach additional sheets if necessary or use APHIS FORM 7023A ) 

A. 

Animals Covered 

By The Animal 

Welfare Regulations 

B. Number of 

animals being 
bred, 

conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yet us^ for such 
purposes. 

C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain- 
relieving drugs. 

D. Number of animals upon 
vshidi experiments, 
leaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals 
and for svhich appropriate 
anesthetic, analgesic, or 
tranquilizjr>g drugs were 
used. 

E. Number of animals upon which teaching, 

experiments, research, surgery or tests were 
conducted inve^ving accompanying pain or distress 
to the animals and for which the use of appropriate 
anesthetic.analgesic, or tranquilizing drugs would 
have adversdy affected the procedures, results, or 
interpretation of the teachir>g, research, 
experiments, surgery, or tests. (An exf^snation of 
the procedures producing pain or distress in these 
animus and the reasons such drugs were not used 
must be attached to this report) 

F. 

TOTAL NO. 

OF ANIMALS 

(Cols. C + 

D + E) 

4. Dogs 






5. Cats 






6. Guinea Pigs 






7. Hamsters 






8. Rabbits 






9. Non-Human Primates 






10. Sheep 






11. Pigs 



6 


6 

12. Other Farm Animals 












1 3. Other Animals 

























I ASSURANCE STATEMENTS 

1) Professionally acceptable standards governing the care, treatment and use of animals, including appropriate use of anesthetic, analgesic, and tranquilizing drugs, prior to, during. 

and following actual research, teaching, testing, surgery, or experimentation were flowed by dtis research facility. 


2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility Is adhering to tlie standards and redulatioris under the Act. and it has required that exceptions to the standards and regulations be specified and explained by the 
prindpal investigator and approved by the Institutional Animal Care and Use Comrruttee (lACUC). A summary of all the exceptions is attached to this annua! report In 
addition to identifying the lACUC-approved exceptions, this summary includes a brief explanation of the exceptions, as well as the species and number of animals affected. 

4) The attending veterinarian for diis research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other 
aspects of animal care and use. 

CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
(Chief Executive Officer or Legally Responsible Institutional official) 

I certify that the above is true, correct and complete (7 U.S.C. Section 2143) 

NAME & TITLE OF C.E.O. OR INSTITUTIONAL OFFICIAL (Type or Print) 





DATE SIGNED 




PART 1 - HEADQUARTERS 


(AUG 9 



This report is required by law (7 USC 2143). Failure to report according to the regulations can 


See reverse side for 


Interagency Report Control No 


UNITED STATES DEPARTMENT OF AGRICULTURE 

ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 


1. REGISTRATION NO. CUSTOMER NO. 

42-R-0(X)4 1576 

FORM APPROVED 

0MB NO. 0579-0036 

2. HEADQUARTERS RESE^^CH FACILI 1 Y (Name and Address, as registered with USDA. 

include Zip Code) 

UNIVERSITY OF IOWA 


400 MEDICAL LABORATORIES 

IOWA CITY, lA 52242 
(319) 335-7985 



sheets if necessary.) 


, or held for these purposes. Attach additional 


■ See Attached Listing 


FACILITY LOCATIONSfsites) 


REPORT OF ANIMALS USED BY 

3R UNDER CONTROL 0 

F RESEARCH FACILITY (Attach additional sheets ! necessary or use APHIS FORM 7023A ) 

A. 

Animsis Covered 

By The Animal 

Welfare Regulations 

animals being 
bred. 

conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yet used for such 
purposes. 

animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain- 
relieving dnjgs. 

D. Number of animals upon 

which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to tf>e animals 
and for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 

E. Number of animals upon which teaching, 

experiments, resear^, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and for which the use of appropriate 
anesthetic.analgesic, or tranquilizing drugs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, 
experiments, surgery, or tests. (An explanation of 
the procedures producing pain or distress in ^ese 
animals and the reasons such drugs were not used 

F. 

TOTAL NO. 

OF ANIMALS 

(Cols. C ♦ 
D-t-E) 

4. Dogs 

4 


28 


28 

5. Cats 

1 

5 

41 


46 

6. Guinea Pigs 


1 

90 


91 

7. Hamsters 

5 


54 


54 

8. Ftabbits 

2 

20 

112 


132 

9. Non-Human Primates 



8 


8 

10. Sheep 

4 


148 


148 

11. Pigs 

1 


800 


300 

12. Other Farm Animals 












13. Other Animals 






Ferret 

27 

476 

59 


535 
















acceptable standards governing the care, treatment, and use of animals, including appropriate use of anesthetic, analgesic, and tranquilizing drugs, prior to, during 
and following actual research, leaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each principal investigator has considered alternatives to painful procedures. 


3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the 
pnnapal investigator and approved by the Institutional Animal Care and Use Committee (lACUC). A summary of ail the exceptions is attached to this annual report. In 
addition to idenbfying the lACUC-approved exceptions, this summary includes a brief explanation of the exceptions, as well as the species and number of animals affected. 

4 ) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other Kin V 7 4 200t) 

aspects of animal care and use. I’-^i i- n 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 

(Chief Executive Officer or Legaliy Responsible Institutional official) 

I certify that the above is true, correcL and complete (7 U.S.C. Section 2143) 



(AUG 91) 


^Replaces VS FORM 18-23 (Oct 88), which is obsolete 


PART 1 - HEADQUARTERS 



AMENDED 


~ 

annual REPW of research facility 

(TYPE OR PRINT) 


See reverse side for 
^MjSon^Jnfonnai^ 


^^"RSGISraATOJTNo" 
42-R-0004 


CUSTOMER NO. 

1576 


interagency Report Control No 
Otao-DOA-AN 

FORM approved 

0MB NO. 0579-0036 


^AUMUAH.EKSRESEAK0HFAC.L.TyrN3 

"Cfcok. Zi, Code) " ' "'^■'^'J"i^-.«'ey«,refep^nDSDA/ 

university of IOWA 

W MEDICAL laboratories 
IOWA CITY, lA 52242 
— (319)33S .7gH.<; 




'“"7'""' 

lET 


ANmals Covered 
By The Animal 
WeHare Regulations 


4- Poos 
s. Cats 
6. Guinea PIqs 


7. Hamsters 

8. Rabbits 

_9. NorvHuiTian Primate.! 


10. Sheep 

11. Pins 

12. Other Farm Animaie 


13. Other Animals 

Ferret 


B. lAjmberol 
animals being 
bred. 

condiBoned. or 
held for use in 
•aaeNng. testing, 
eKpenrnents. 

'^wareh. or 
«Wfybutnot 
yat used for such 
pufposos. 


■ Numtjerof 
animals upon 
'*tiich leaching, 
research, 
experiments. Of 

tests were 
conducted 
involving no 
pain, distress, or 
use of pain* 
railevii 


20 


which experiments, 
leaching, research, 
auwt. or tests were 
oorxlucted Involving 
apoompanying pain or 
distress to the animals 
and for which approprlalo 
anesthedc, analgesic, or 
IranquOIiing drugs were 
used. 

56 


^;jf^^lSFOFiU7023A ~) 

r-5^“K2rSSt 


F. 


total no. 

OF ANIMALS 

(Cols. C ♦ 
D*E) 


56 


416 


169 


169 


■300 


27 


476 


59 


535 


Durance statemeotT . . 

4) ^ stten^ng voterlnartan for Ihis research facriih, h. ndudas a brief axplanadon of the excepBons as well aamT?* to this annual report, in 

_ aspects o f animal care an d use. ^ as appropr iate authority to ensure the provision of adeguale veterinary car atT”” ^ "'™***^ affected. 

UfcRTlFICATION BY HEAD QIIAPTCPo — <1equacy of other 


- ^""“■’""”'“7 care and to oversee 



This report is required by law (7 USC 2143). Failure to report according to the regulations can See reverse side for 

Interagency Report Control hk> 
0160-DOA-AN 

UNI [ to STATES DEPARTMEM OF AGRICULTURE 

ANIMAL AND PLANT HEALTH INSPECTION SERVICE 

1. REGISTRATION NO. CUSTOMER NO. 

42-R-0005, 1577 

FORM APPROVED 

0MB NO. 0579-0036 

ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 

2 . HbADQUARTERS RESEARCH FACILITY (Name and Address, as registered with USDA 

include Zip Code) . 

DRAKE UNIVERSITY ' 

2507 UNIVERSITY AVE. 

DES MOINES, lA 50311 
(515) 271-4933 

\ slS«s.fn^sary4 >^'8 housed or used in actual research, testing, teaching, or experimental,o^“held for these purposes. Attach additional 


See Attached Listing 


Ci\r\ ?SrW.C U 

O f 


FACILITY LOCATIONSft/test 


REPORT OF ANIMALS USED BY 


i- KbStARCH FACILITY (Attach additional sheets if necessary or use APHIS FORM 7Q23A ) 

Animals Covered 

By The Animal 

Welfare Regulations 

B. Number of 
animals being 
bred. 

conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yet us^ for such 
purposes. 

C. Number of 

animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain- 
relieving drugs. 

which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals 
and for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 

E. Number of animals upon which teaching, 

experiments, research, surgery or tests vtiere 
conducted involving accompanying pain or distress 
to the animals and for which the use of appropriate 
anesthetic.analgesic. or tranquilizing drugs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, 
experiments, surgery, or tests. (An explanation of 
the procedures producing pain or distress in these 
animals and the reasons such (tugs ware ryot used 
must be affacried to this report) 

F. 

TOTAL NO. 

OF ANIMALS 

(Cols. C + 
D*E) 

4. Dogs 






5. Cats 

f/) 





6. Guinea Pigs 






7. Hamsters 






8. Rabbits 






9. Non-Human Primates 






1 0. Sheep 






1 1 . Pigs 

(ZX 





12. Other Farm Animals 









• 



13. Other Animals 

























K-eatment and use of animals, including appropriate use of anesthetic, analgesic, and tranquiliang drugs, prior to, during 

and following actual research, teaching, testing, surgery, or experimentation were folimved by this research facility. a u i" s. 

2) Each principal investigator has considered alternatives to painful procedures. 

'''® ®*3"^ards and regulabons under the Aa and it has required that exceptions to the standards and regulations be specified and explained by the 
aSSiU^ to SSn me fAClTS^'' Care and Use Committee (lACUC). A summary of all the exceptions is attached to this annual report. In 

addilion to identifying the lACUC-approved excepbons, this summary includes a brief explanation of the exceptions, as vrell as the species and number of animals affected. 

2p4ts ^animal^reTnV^r'* appropriate auLhority to ensure the provision of adequate veterinary care and to oversee the adequacy of other 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 

(Chief Executive Officer or Legally Responsible Institutional official) 

I certifv that the ahnve k true rnrrert anH i^nmnletA /7 M C 04 A'i\ 


2 8 20C5 



HEADQUARTERS 



This report is required by law (7 USC 2143). Failure to report according to the regulations can See reverse side for Interagency Report Control No 

result in an order to cease and desist and to be subject to penalties as provided for in Section 2150. additional information. 01 80-DOA-AN 


UNITED STATES DEPARTMENT OF AGRICULTURE 

ANIMAL AND PLANT HEALTH INSPECTION SERVICE 

1. REGISTRATION NO. CUSTOMER NO. 

42-R-0019 1580 

FORM APPROVED 

0MB NO. 0579-0036 

ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 

2. HEADQUARTERS RESEARCH FACILITY (Name and Address, as registered with USDA, 
include Zip Cede) 

BOEHRINGER INGELHEIM VETMEDICA. INC 

P.O. BOX 50 

SIOUX CENTER. lA 51250 

3. REPORTING FACILITY (List all locations where animals were housed or used in actual research, testing, teaching, or expenmentation. or held for these purposes. Attach additional 

sheets if necessary.) 


FACILITY LOCATIONSfafes) 

BOEHRINGER INGELHEIM/NOBL LABORATORIES 

SIOUX CENTER. lA 51250 


GESINK RESEARCH FACILITY 

ORANGE CITY, lA 51041 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attach additional sheets if necessary or use APHIS FORM 70234 ) 

A. 

Animals Covered 

By The Animal 

Welfare Regulations 

B. Number of 

animals being 
bred. 

conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yet us^ for such 
purposes. 

C. Number of 

animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain- 
reiieving drugs. 

0. Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals 
and for which appropnate 
anesthetic, analgesic, or 
tranquilizing dnjgs were 
used. 

E. Number of animals upon which teaching, 

experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and for which the use of appropnate 
anesthetic.analgesic. or tranquilizing drugs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, 
experiments, surgery, or tests. (An explanation of 
the procedures producing pain or distress in these 
animals and the reasons such drugs were not used 
must be attached to this report) 

F. 

TOTAL NO. 

OF ANIMALS 

(Cols. C + 
0>E) 

4. Dogs 


52 



52 

5. Cats 






6. Guinea Pigs 


57 



57 

7. Hamsters 






8. Rabbits 


98 



98 

9. Non-Human Pnmates 






10. Sheep 






11. Pigs 






12. Other Farm Animals 












1 3. Other Animals 
























ASSURANCE STATEMENTS 


1) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anesthetic, analgesic, and iranquilizing drugs, prior to. during, 
and following actual research, leaching, testing, surgery, or expenmentation were followed by this research facility. 


2) Each principal investigator has considered alternatives to painful procedures. 


3) This facility is adhering to the standards and regulations under the Act. and it has required that exceptions to the standards and regulations be specified and explained by the 
pnncipal investigator and approved by the Institutional Animal Care and Use Committee (lACUC). A summary of all the exceptions is attached to this annual report. In 
addition to identifying the lACUC-approved exceptions, this summary includes a brief explanation of the exceptions, as well as the species and number of animals affected 

4) The attending vetennanan for this research facility has appropnate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other 
aspects of animal care and use. 

CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
(Chief Executive Officer or Legally Responsible Institutional official) 

I certify that the above is true, correct, and complete (7 U.S.C. Section 2143) 


SIGNATURE OF C.E.O. OR INSTITUTIONAL OFFICIAL 


NAME & TITLE OF C.E.O. OR INSTITUTIONAL OFFICIAL (Type or Print) 



DATE SIGNED 


11/20/2006 


APHIS FORM 7023 
(AUG 91) 


(Replaces VS FORM 18-23 (Oct 88). which is obsolete 


PART 1 - HEADQUARTERS 



This report Is required by law (7 USC 2143). Failure to report according to the regulations can See reverse side for Interagency Report Control No 

result in an order to cease and desist and to be subject to penalties as provided for in Section 2150. additional information. 0180-DOA-AN 


UNITED STATES DEPARTMENT OF AGRICULTURE 

ANIMAL AND PLANT HEALTH INSPECTION SERVICE 

ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 

1. REGISTRATION NO. CUSTOMER NO. 

42-R-0026 1582 

FORM APPROVED 

0MB NO, 0579-003e 

2. HEADQUARTERS RESEARCH FACILITY (Name and Address, as registered with USDA, 

indude Zip Code) 

KIRKWOOD COMMUNITY COLLEGE 

6301 KIRKWOOD BLVD S W 

CEDAR FtAPIDS, lA 52406 
(319) 398-5609 

I 4. KfcJ*0K I iNO hAUlu I Y (Ust all locations where animals were housed or used in actual research, testing, teaching, or expenmentation. or held for these purposes Attach additional 

I sheets if necessary.) 


FACILfry LOCATIONSfsiires) 

See Attached Listing — — 


REPORT OF ANIMALS USED BY ( 

3R UNDER CONTROL 0 

F RESEARCH FACILITY (Attach additional sheets if necessary or use APHIS FORM 7023A ) 

A. 

Animals Covered 

By The Animal 

Welfare Regulations 

animals being 
bred. 

conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yet used for such 
purposes. 

C. Number of 

animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain> 
relieving drugs. 

0. Number of animals upon 

which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals 
and for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 

E. Number of animals upon which teaching, 

ejqsenments. research, surgery or tests were 
conducted involving accompanying pain or distr^s 
to the animals and for which the use of appropriate 
anesthetic.anaigesic. or tranquilizing drugs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, 
experiments, surgery, or tests. (An e>p/3ndtion of 
the procedures producing pain or distress in these 
animals and the reasons such drugs were not used 
must be attached to this report) 

F. 

TOTAL NO. 

OF ANIMALS 

(Cols. C + 
D4'E) 

4. Dogs 


33 

52 


85 

5. Cats 


19 

4 


23 

6. Guinea Pigs 


CS 



8 

7. Hamsters 


5 



5 

8. Rabbits 



4 


4 

9. Non-Human Primates 






10. Sheep 






11. Pigs 






12. Other Farm Animals 






Chinchilla 


1 



1 

13. Other Animals 
























ASSURANCE STATEMENTS 



1) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anesthetic, analgesic, and tranquilizing drugs, prior to, during, 
and following actual research, teaching, testing, surgery, or experimentation were followed by this research facility. 


2) . Each principal investigator has considered alternatives to painful procedures. 


3) This facility is adhering to the standards and regulations under the Act. and it has required that exceptions to the standards and regulations be specified and explained by the 
principal Investigator and approved by the Institutional Animal Care and Use Committee (lACUC). A summary of all the exceptions is attached to this annual report. In 
addition to identifying the lACUC-approved exceptions, this summary includes a brief explartation of the exceptions, as well as the species and number of animals affected. 

4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other M f Vi. 

aspects of animal care and use. 1 1 v t 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 

(Chief Executive Officer or Legaily Responsible Institutional official) 

I certify that the above is true, correct, and complete (7 U.S.C. Section 2143) 



ICIAL (Type or Print) 


DATE SIGNED 


PART 1 - HEADQUARTERS 



This report Is required by law (7 USC 2143). Failure to report according to the regulations can See reverse side for 

result in an order to cease and desist and to be subject to penalties as provided for in Section 2150. additional information 

Interagency Report Control No 
0180-DOA-AN 

uiNU cu 1 A 1 tb UfcPARTMENT OF AGRICULTURE 

ANIMAL AND PLANT HEALTH INSPECTION SERVICE 

1. REGISTRATION NO. CUSTOMER NO. 

42-R.0027 1583 

FORM APPROVED 

0MB NO. 0579-0036 

ANNUAL REPORT OF RESEARCH FACILITY 

C7YPE OR PRINT) 

2. HEADQUARTERS RESEARCH FACILfTY (Name and Address, as registered with USDA 

include Zip Code) 

MIDLAND BIOPRODUCTS CORP 

800 SNEDDEN DRIVE 

P.O. BOX 309 

BOONE, lA 50036 
(515) 432-5516 

1 sheetelfri^saX) “sed in actual research, testing, teaching, or experimentation, or held for ihese purposes. Attach additional 


See Attached Listing 



OR UNDER CONTROL C 

I- KbbtAKUH F ACIUTY (Attach additional sheets 9 necessary or use APHIS FORM 7023A ) 

\ 

Animals Covered 

By The Animal 

Welfare Regulations 

animals being 
bred. 

conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yet used for such 
purposes. 

animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain- 
relieving drugs. 

which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals 
and for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 

E. Number of aninrals upon which teaching. 

experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and for which the use of appropriate 
anesthetic.anaigesic. or tranquilizing drugs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, 
experiments, surgery, or tests. (An explanation of 
the procedures producing pain or distress in these 
animals and the reasons such drugs were not used 
must be attached to this report) 

F. 

TOTAL NO. 

OF ANIMALS 

(Cols. C ♦ 

0 4^E) 

4 . Dogs 






5. Cats 






6. Guinea Pigs 




. 


7. Hamsters 






8. Rabbits 


30 



30 

9 . Non-Human Primates 






10. Sheep 






11. Pigs 






1 2. Other Farm Animals 






Goats 


737 



737 

1 3 . other Animals 




























and (ollo^ng actual resear^, teaming, testing, surgety, or e^mentadon were foHa^d by S r«ea^ fadlih, -ngu,„z.ng orugs. poor to. dunn, 

2) Each phacipal investigator has considered alternatives to painful procedures. 

f a ^9^1311005 Under the AcL and it has required that exceptions to the standards and regulations be specified and explained by the 

Sot to me fArur Care and Use Connmittee (lACUC). A summary of all the exception Is attached^hls 8000 !^ report. In 

addiUOT to idenWyrng the lACUC .approved exceptions, this summary includes a brief explanaSon of the exceptions, as well as the species and number of animals affected. 

ir^S®o?anmd ^"rand u^”'' appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other NO I' 


:W0 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 

(Chief Executive Officer or Legally Responsible Institutional official) 
Jcgt% that the above is tnte, correct and complete (7 U.S.C. Section 2143) 



T 1 - HEADQUARTERS 



This report is required by law (7 USC 2143). Failure to report according to the regulatiorw can See reverse side for Interagency Report Control No 

result in an order to cease and desist and to be subject to penalties as provided for in Section 21 50. additional information. 01 80-OOA-AN 


UNITED STATES DEPARTMENT OF AGRICULTURE 

ANIMAL AND PLANT HEALTH INSPECTION SERVICE 

ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 

1. REGISTRATION NO. CUSTOMER NO. 

42-R-0029 1617 

FORM APPROVED 

0M8 NO. 0579-0036 

2, HEADQUARTERS RESEARCH FACILITY (Nama and Address, as registered with USDA, 
include Zip Cede) 

ELMIRA BIOLOGICALS, INC. 

5514 ELMIRA RD N E 

IOWA CITY. lA 52240 

3. REPORTING FACILITY {List all locations where animals were housed or used in actual research, testing, teaching, or experimentation, or heid for these purposes. Attach additional 

sheets if necessary.) 


FACtUTY LOCATIONSrstfes) 


ELMIRA BIOLOGICALS. INC. 

IOWA CITY. lA 52240 


ELMIRA BIOLOGICALS, INC. 

IOWA CITY. lA 52240 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attach additional sheets if necessary or use APHIS FORM 7023A ) 

A. 

Animals Covered 

By The Animal 

Welfare Regulations 

B. Number of 

animals being 
bred, 

conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yet us^ for such 
purposes. 

C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no 
pain, distt‘6$s. or 
use of pain- 
relieving dnjgs. 

D. Number of animats upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals 
and for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 

E. Number of animals upon which teaching, 
experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and for which the use of appropriate 
anesthetic.analgesic. or tranquilizing drugs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, 
experiments, surgery, or tests. (An explanation of 
the procedures producing pain or distress m these 
arvmats and the reasons such drugs were not used 
must be attached to this report) 

F. 

TOTAL NO. 

OF ANIMALS 

(Cols. C ♦ 
O^E) 

4. Dogs 






5. Cats 






6. Guinea Pigs 






7. Hamsters 






8. Rabbits 


6 



6 

9. Non-Human Primates 






10. Sheep 

38 

18 



18 

11. Pigs 






12. Other Farm Animals 






goats 

4 

3 



3 

13. Other Animals 
























ASSURANCE STATEMENTS 


1 ) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anesthetic, analgesic, and tranquilizing drugs, prior to. during, 
and following actual research, teaching, testing, surgery, or expenmentation were fdlov^ by this research facility. 


2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act. and it has required that exceptions to the standards and regulations be speofied and explained by the 
principal investigator and approved by the Institutional Animal Care and Use Committee (lACUC). A surrunary of ait the exceptions is attached to this annual report. In 
addition to identifying the lACUC-approved exceptions, this summary includes a bnef explanation of the exceptions, as well as the species and number of animals affected. 

4) The attending veterinarian for this research facility has appropriate authonty to ensure the provision of adequate vetennary care and to oversee the adequacy of other 
aspects of animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
(Chief Executive Officer or Legally Responsible Institutional official) 

1 certify that the above is true, correct, and complete (7 U.S.C. Section 2143) 



APHIS FORM 7023 (Replaces vs form 18-23 (Oct 88), which is obsolete PART 1 - HEADQUARTERS 

(AUG 91) 


This report is required by law (7 USC 2143). Failure to report according to the regulations can 
r6su t n an nr^lar an<H •aM.4 »#> ...i. i _ . . . r . _ 


See reverse side for 


Interagency Report Control No 


UNITED STATES DEPARTMENT OF AGRICULTURE 

ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 


1. REGISTRATION NO. CUSTOMER NO 

42-R-0030 1624 

01B0-DOA-AN 

FORM APPROVED 

0MB NO. 0579-0036 

Ht:ALKJUAKi bKS RESEARCH FACILITY (Name and Ad&ess. as reoistered with USDA 

include Zip Code) 


VETERINARY RESOURCES, INC 

416 DOUGLAS AVENUE, SUITE 100 

P 0 BOX 886 


AMES, lA 50010 
(515) 233-2349 



3. REPORTING FACILITY 

sheets if necessary.) 


See Attached Listng 


FACIUTY LOCATIONSfsifes) 




>F RESEARCH FACILITY (Attach addHk 

)na/ sheets g necessary or use APHIS FORM 7023A ) 

Animals Covered 

By The Animal 

Welfare Regulations 

B. Number of 
animals being 
bred. 

conditioned, or 
held for use In 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yet used for such 
purposes. 

animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain- 

which experiments, 
teaching, research, 
surgeY. or tests were 
conducted involving 
accompanying pain or 
distress to the animals 
and for which appropriate 
anesthetic, analgesic, or 
trar>quilizir>g dnjgs were 
used. 

E. Number of animals upon which teaching. 

experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and for which the use of appropriate 
anesthetic.analgesic. or tranquilizing drugs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, 
experiments, surges, or tests. (An explanation of 
the procedures producing pain or distress in these 
animats and the reasons such drugs were not used 

F. 

TOTAL NO. 

OF ANIMALS 

(Cols. C + 

D + E) 

4. Dogs 

O 

1 

C 

O 

C 

0 

5. Cats 









j — 

6. Guinea Pigs 









f 1 

/ 

7. Hamsters 









f 1 

/ 

8. Rabbits 








r 



9. Non-Human Primates 











10. Sheep 










11. Pigs 



1 








12. Other Farm Animals 










1 










V 

r 

13. Other Animals 







I 

» 

t 

1 














— .1. 







2) Each principal investigator has considered alternatives to painful procedures 

a'^pVcSL^ofS^nd'Se adequacy of other 

CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 

(Chief Executive Officer or Legally Responsible Institutional official) 

I *‘'- nh^bove_istnje;_corect and complete (7 U.S.C. Section 2143) 

I NAME & TITLE OF C.E.O. OR INSTITUTIONAL OFFICIAL (Type or Print) 



DATE SIGNED 

oi.ccro^. 


HEADQUARTERS 


OCT 4 2006 



This report is required by law (? USC 21 43) Failure to report according to the regulations can Set reverse side for Interagency Report Control No 

result in an order to cease and desist and to be subject lo penalties as provided for in Section 2150 additionalinformation 0180-OOA-AN 


UNITED STATES DEPARTMENT OF AGRICULTURE 

ANIMAL AND PLANT HEALTH INSPECTION SERVICE 

ANNUAL REPORT OF RESEARCH FACILITY 
(TYPE OR PRINT) 

1 REGISTRATION NO. 

H X- ^ - 003 ] 

FORM APPROVED 

OMB NO. 0579-0036 

2. HEADQUARTERS RESEARCH FACILITY (Name and Address, as registered with USOA 
include Zip Code) 

(\.lcK S 

3 8 3 S t~ 

Cc-.-fc--, =1^4 Ti^sr-O 
r7/2V 7 ^2^ IS '^(p 

1 3. REPORTING FACILITY (List oil locaUons where animals were housed or used in actual research, testing, teaching, or experimentation, or held for these purposes Attach additional 

1 sheets if necessary.) 


, FACILITYLOCATlONS (Sites) 

.7/V7 3 70 ti: <S-r~ 


^ i'ot-cx. C -1^4 5~ / i-To 

(S/?; 7^2-V/9 3 


REPORT OF ANIMALS OSCD BY OR UNOSR CONTROL OF RESEARCH FACILITY (Attach additional sheets if necessary or use APHIS FORM 7023A) 


A. 

Animals Covered 

Oy The Anima 

Welfare Raguiations 

B -Number of 

animals being 

bred. 

conditioned. or 
held for use m 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yet used for such 
pur posts 

C. Number of 

animals upon 
which teaching, 
research, 

expenments. or 

tests were 

conducted 
involving no 
pain, distress oi 
use of pain- 
relieving drugs. 

D. Number of animals upon 
which expenments. 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals 

and for which appropriate 
iviosthetic. analgesic, or 
tranquilizjng drugs were 
used 

E. Number of animals upon which teaching 
experiments, research, surgery, or tests were 
conducted involving accompanying pain or distress 
to the animats and for which the use of appropriate 
anesthetic, analgesic, or tranquilizmg drugs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, 
expenments. surgery, or tests. (An exp/anaf/on of 
tho procoduros producing pmn or distress in ffiose 
an/ma/a and tho reasons such drugs were nof used 
must bo affacfied to this report) 

F. 

TOTAL NO 

OF ANIMALS 

(Cols. C « 

D-E) 

4. Dogs 

O 









5. Cats 

O 










6. Guinea Pigs 

0 







• ' 



7. Hamsters 










8. Rabbits 

o 









9. Non-human Primates 

r.) 








— 

10. Sheep 

o 



— - . - . 




11.. Pigs 

73V 



~ 




12. Other Farm Animals 


— 


— — 











•- 

— - ' 

13 Other Animals 

D 








— 


o 

— 


— .. 



0 

— 

— 





'O) 

— 

— 

— __ 





1) Professionallyacceptable standards governing the care, treatment, and use of animals including appropriate use of anesthetic, analgesic, and tranquihzing dnjgs. prior to during 

and following actual resaarch. teaching, testing, surgery, or expenmentation were followed by this research facility 

2} Each principal investigator has considered alternatives to painful procedures 

3) This facility is adhering to the standards and regulations under the Act. and it has required that exceptions to the standards and regulations be specified and explained by the 
principal investigator and approved by the Institutional Animal Care and Use Committee (lACUC). A summaryof all such exceptions Is attached le this annual report. In 
aaamcx^toicka-tifying tholACLKC-approwedoxospbor^ this sunrTTsry iricluctes • bnof «xplar^c«i of the exceptions, as well as the spiades and rxjrrtaor of anirrsea offocted. 

4) The att«x1ingvc3tennanarror this research facility has appropriate authority to ensure the provision of adequate v«>tann»y care and to ovorsee the adoouacy of othor asoects of 

nnirml lanri i iaa ' ^ 






^ report is required by law (7 USC 2143). Failure to report according to the regulations can 
j;Kult in an order to cease and de sist and to be subject to penallies as Vovided for in s4ion 2150. 
UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


See reverse side for 

additional I nformation. 

1. REGISTRATION NO. CUSTOMER NO. 

42-R-0036 16632 


ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 


Interagency Report Control No 
OIS O-DOA-AN 

FORM APPROVED 
0MB NO. 05794)036 


* *1^1^ RESEARCH FACILITY (Name and Address, as registered wUn USDA. 

PALMER COLLEGE OF CHIROPFJACTIC 
1000 BRADY STREET 
DAVENPORT, lA 52803 
(563)884-5163 




Animals Covered 
By The Animal 
Welfare Regulations 


B. Number of 

animals being 
bred. 

conditioned, or 
held for use in 
teaching, testing. 
exp«iments. 
research, or 
surgery but not 
yet used for such 

DiirrvKAc 


C. Number Of 

animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain- 


0 . Number of animals upon 

which experiments, 
teaching, research, 
surgery, or tests were 
conducted Involving 
accompanying pain or 
distress to the animals 
and for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 


Number of animals upor^IhicfneaSIing!'"" 

experiments, research, surgery or tests were 
conducted Involving accompanying pain or distress 
to the animals and for which the use of appropriate 
anesthetic.analgesic. or tranquilizing drugs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, 
experiments, surgery, or tests. (An explanation of 
the procedures producing pain or distress in these 
animals and the reasons such rin tns tAMro 


TOTAL NO. 
OF ANIMALS 

(Cols. C -f 
D + E) 



2) Each prina'pal investigator has considered alternatives to painful procedures. 


principal investigator and approved by the Institutional AnTrnaTcare andTl'^'‘c^tt^^ACUcTAri^°^^ and r^ulations be specified and explained by the 

;^--;'o^-^n9<^-CUC-approvedexcepfions.thlssu,,vnaryinclir^^^ _ | .... 

aspe'cts" ^n^.” anVL”:" a<^«< 1 ^ate veterinary care and to o ve^ee the adequacy of other §00? | 

CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
(Chie^xecu^ve Officer or Legally Responsible Institutional official) 
above is true, correct, and complete (7 U.S.C. Section 2143) 


Ik whi 


DATE SIGNED 


11/29/06 


3QUARTERS 



This report is required by law (7 USC 2143). Failure to report according to the regulations can 
result in sn order to anri Haeict finH .r . - 


See reverse side for 


1. REGISTRATION NO. CUSTOMER NO. 

42-R-0038 25761 

0180-DOA.AN 

FORM APPROVED 

0MB NO. 0579-0036 

2. nEAbuuMr\ 1 cr%d Ke&t:AKL;H FACILITY ('/Vame and Address, as reaistered with USDA 

tnctuae Zip Code) 

/ 

GREAT APE TRUST OF IOWA ' 

4200 SOUTH EAST 44TH AVENUE 

DES MOINES, lA 50320 
(515) 243-3580 



UNITED STATES DEPARTMENT OF AGRICULTURE 

ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 


I FACILITY (Usl all locations where animals were housed or used in actual research 

Sheets if necessary.) 



FACILITY LOCATIONSl'stes) 



OR UNDER CONTROL C 

)F RESEARCH F Al^iu i Y (Attach additional sheefs necessary or use APHIS FORM 7023A ) 

Animals Covered 

By The Animal 

Welfare Regulations 

B. Number of 

animats being 
bred, 

conditioned, or 
held for use in 
teaching, testing, 
expenmen ts. 
research, or 
surgery but not 
yet used for such 
purposes. 

animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain- 
relieving dnjgs. 

which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals 
and for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 

E. Number of animals upon which teaching. 

experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and for which the use of appropriate 
anesthetic, analgesic, or tranquilizing drugs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, 
experiments, surgery, or tests. (An explanation of 
the procedures producing pain or distress in these 
animals and the reasons such drugs were not used 

F. 

TOTAL NO. 

OF ANIMALS 

(Cols. C * 

Of E) 

4. Dogs 






5. Cats 






6. Guinea Pigs 






7. Hamsters 






8. Rabbits 






9. Non-Human Primates 






10. Sheep 





— 

11. Pigs 






12. Other Farm Animals 












13. Other Animals 

























2) Each principal invesUgator has considered alternatives to painful procedures 

_las^S:^rrard'Se“^" care and to oversee the adequacy of other 


or. 



CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 

(Chief Executive Officer or Legally Responsible Institutional official) 

Jcgr% that the above is true, correct, and complete (7 U.S.C. Section 2143 ) 

I NAME & TITLE OF C.E.O. OR INSTITUTIONAL OFFICIAL (Type or Print) 


DATE SIGNED 


- HEADQUARTERS 



This report is required by law (7 USC 2143). Failure to report according to the regulations can See reverse side for Interaqencv Report Control No 

result in an order to cease and desist and to be subject to penalties as provided for in Section 21 50. additional information 01 ftO-m^AN ^ 

UNITE^D STATES DEPARTMENT OF AGRICULTURE 

ANIMAL AND PLANT HEALTH INSPECTION SERVICE 

ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 

1. REGISTRATION NO. CUSTOMER NO. 

42-R.0039 24432 

FORM APPROVED 

0MB NO. 0579-0036 

2. HEADQUARTERS RESEARCH FACILITY (Name and Address, as registered with USDA, 

include Zip Code) 

CARTER, DAVID 

183 "W" AVE. RURAL ROUTE 

STORY CITY. lA 50248 
(515) 432.0205 

ir housed or used in actual research, testing, teaching, or experimenlation. or held for these purposes. Attach additional 

1 sneeis ti necessary. j 


FACILITY LOCATIONSfetes) 


See Attached Listing 

Ko f'Cvv ' Iv-O ‘A., J , C 


/ 

■f f V s c y c V'' 

J J 


3R UNDER CONTROL 0 

F RESEARCH FACILITY (Attach additional sheets if necessary or use APHIS FORM 7023A j 

A. 

Animals Covered 

By The Animal 

Welfare Regulations 

B. Number of 
animals being 
bred. 

conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yet used for such 
purposes. 

animals upon 
which teaching, 
researdi. 
experiments, or 
tests were 
conducted 
invdving no 
pain, distress, or 
use of pain- 
relieving drugs. 

0. Number of animals upon 

which experiments, 
teaching, research, 
surgery, or tests were 
conducted Involving 
accompanying pain or 
distress to die animals 
and for whidi appropriate 
anesthetic, analgesic, or 
tranquilizing drugs w^e 
used. 

E. Number of animals upon which teaching. 

experimwts, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and for which the use of appropriate 
anesthetic, analgesic, or tranquilizing drugs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, 
experiments, surgery, or tests. {An e;sp/anafibn of 
the procedures producing pain or distress in these 
animais and the reasons such drugs were not used 
must be attached to this report) 

F. 

TOTAL NO. 

OF ANIMALS 

(Cols. C + 

0 ♦£) 

4. Dogs 






5. Cats 








6. Guinea Pigs 








7. Hamsters 








8. Rabbits 








9. NoivHuman Primates 








10. Sheep 








11, Pigs 






-1 — 

12. Other Farm Animals 






7 — 







7 

13. Other Animals 









_J 







(L 







V 





V — 


ASSURANCE STATEMENTS 


1) Prof^sionally acceptable standards governing Itie care, treatmenL and use of animals, including appropriate use of anesthetic, analgesic, and tranquilizing drugs, prior to during 

and followng actual resaarch, teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each principal investigator has considered alternatives to painful procedures. 


3) This faality is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the 
pnncipal investigator and approved by the Institutional Animal Care and Use Committee (lACUC). A summary of all the exceptions is attached to this annual report. In 
addition to identifying the lACUC-approved exceptions, this summary indudes a brief explanation of the exceptions, as vrell as the species and number of animals affected, r- 

4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other 
aspects of animal c are and use. 

CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 

(Chief Executive Officer or Legally Responsible Institutional official) 

I certify that the above is true, correct, and comnlefe f7 1 1 s ft .Rnriinn aqr 



(AUG 91) 



i n»8 report la required by law (? USC 21 43) Failure lo report according lo the regulations can 
r.-snull in on order to cease end desist and to bo subject lo penalties qs provkJed for In Section 2i50 


Sal reverse side fcr 
additionalinformalion 


Interagency Reprut Control No 
0180-DOA-AN 


UNITED STATES DfIPARTV.ENT OF AGRICULTURE 

AN MAC AND PLANT MGALTi-l iNSPECTJON SERVICE 

X REGISTRATION NO . 

42-R-0040 

FOR\'' A.apPOVGO 

OMB NO. Of.7Si OC3a 


2, HEADQUARTERS RESEARCH FACILITY (Name snd Address, as rogistored with USDA 

Include Zip Code) 

AMNIJA.L REPORT OF RESE.APCH FACILITY 
(TYPE OR PRINT) 

Iowa Western Community College 

2700 College Road 


Council Bluffs, lA 5 

1503 

3 It. •dOHTING l ACILI TV <Uat all locallpn. wha,e anwm.. woto hou.ed or u.od In acUinl ra.carch. laohna. loacnlna. or o.ponmoninllon. or nmo lor ihoae purpn.a. Allacn ,B<.l.!mnnl 

«n. ots If necessory.) 


FACILITY UOCATIONS <Sl1cs) 


IWCC Council Bluffs Campus 


2700 College Road 


Council Bluffs, lA 51503 




AnlinniR Covaroo 
By 1 ho Animo 
WOrforo Reaulationo 


4. Dogs 


5. Ce:s 


S. Guinea Pigs 


7. Ha^nsters 


B .Number of 

animals being 
bred, 

ciindllionGd.or 
held foruoe In 
loachlng, testing. 
nxr>«rtmen(A, 
roRoarch, or 
surgery but not 
yet >ie<xl ibr such 
r.urRSKSs 


C Number of 

enimeis upon 
which (eadiing. 
research, 
experiments, or 
tests were 
conducted 
Involving no 
pain, disfrone. oi 
use of pain- 
rolleving drugs. 


O. Number of nnlmals upon 
wN(^ excarirrvantfl, 
leacNng, research, 
surgery, or tests were 
concHicled Involving 
ocRompnnyIng pain or 
distress m the animals 
and for which appropiintn 
nnosthotfe. analgeelc. or 
tront)i4ill£|ng drugs were 
used 


19 


26 


E. Number of anlmnls upon which teaching 
experTmerMs. research, surgery, or teste were 
conducted invoMng eccom ponying uain or distress 
to (he anlmds mid for which the use of appropnnle 
anesthatic. arvalgeslo. or Iranouilizing drugs would 
have ndversaty af'octnd tfin procoduras, raButis, or 
interpretetion of lha lonehlng. research, 
experiments, surgery, or tests (4n oxpinnmtion of 
tho procaduroR producing pain arOistrosa in fftoaa 
en/ma/s and tpa roosons such drugs ivom nof used 
must ho attochad /o this mpod) 


TOTALNO 
OF ANIVALS 


{C oin. C -r 

D * E) 


19 


26 


8. Raiibits 


9. Non human Primates 

10. Si»eep 


11.. Pijs 


0 

0 


12. Ot.’tor Farm Animals 


13 C)th' 2 r Animals 


I ASSL'HA.-iCC STATEMENTS 


’ a, ..Mollorne “°=' “»'*««« arm.ia.l.c, «nalfl...c. and ,ran«ul«zlna drug, pnor ,p, dm lap 

2) Eai .1 principal mvoatlgntor hns consioerea aliernntJves to painful proenduros 


prl.- p^ r„d rapu a.,,,,, ppdar ,h. Ac. aad „ ha. ,aau,rod mat ..caption, to tha ...ndatd. and rapulatlon, p.. .ppciaa and axplomet, n, m. 

" I^Cdmm.tta. „ACUC) A ...mata.yo, .11 aaoh ..oaptlona 1. ....chad to thi. anl! 

K= mantirytno ttm IACUC-n,;pnA«rt n.cdptlona. It., acnrnnry mdudoa a bdrf axplpnalloo d tn« n«to«lon,. a» vAtll a, in,. a,«dipa a,« nuntU.. o, animala arfoctca. 

■» ^ «.«,t«.ta dnletlnmy paro and Ip odamaa tna acmpmtv o, ptna, aaix^ta of 



This report is required by law (7 USC 2143). Failure to report according to the regulations can See reverse side for Interagency Report Control No 

result in an order to cease and desist and to be subject to penalties as provided for in Section 2150. additional information. 0180-OOA-AN 


UNITED STATES DEPARTMENT OF AGRICULTURE 

ANIMAL AND PLANT HEALTH INSPECTION SERVICE 

1. REGISTRATION NO. CUSTOMER NO. 

42-V-0002 1584 

FORM APPROVED 

0MB NO. 05794)036 

ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 

2. HEADQUARTERS RESEARCH FACILITY (Name and Address, as registered with USDA, 

include Zip Code) 

IOWA CITY VAMC (584) 

HWY6WEST 

IOWA CITY, lA 52246 

3. REPORTING FACILITY (List all locations where animals were housed or used in actual research, testing, teaching, or experimentation, or held for these purposes. Attach additional 

sheets if necessary.) 


FACILITY LOCATIONSfSrfes) 

#554 I 

IOWA CITY. lA 52246 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILRY (Attach additional sheets if necessary or use APHIS FORM 7023A ) 

A. 

Animals Covered 

By The Animal 

Welfare Regulations 

B. Number of 

animals being 
bred. 

conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgwy but not 
yet used for such 
purposes. 

C. Numoer of 

animats upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving r>o 
pain, distils, or 
use of pain* 
relieving drugs. 

D. Number cf animals upon 

which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals 
and for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 

E. Number of animals upon which teaching. 

experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and for which the use of appropriate 
anesthetic.analgesic. or tranquilizing drugs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, 
experiments, surgery, or tests. (An exj>larwtion of 
the procedures producing pain or distress in these 
animals and the reasons such drugs ware not used 
must be attached to this report) 

F. 

TOTAL NO. 

OF ANIMALS 

(Cots. C + 
D<»>E) 

4. Dogs 



65 


65 

5. Cats 






6. Guinea Pigs 


20 



20 

7. Hamsters 

1 


103 


103 

8. Rabbits 






9. Non-Human Primates 






10. Sheep 






11. Pigs 






12. Other Farm Animals 












13. Other Animals 
























ASSURANCE STATEMENTS 


1) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anesthetic, analgesic, and tranquilizing drugs, pnor to. dunng. 
and following actual research, teaching, testing, surgery, or experimentation were followed by this research facility. 


2) Each principal investigator has considered alternatives to painful procedures. 


3) This facility is adhering to the standards and regulations under the Act. and it has required that exceptions to the standards and regulations be specified and explained by the 
principal investigator and approved by the Institutional Animal Care and Use Committee (lACUC). A summary of all the exceptions is attached to this annual report. In 
addition to identifying the IACUC*approved exceptions, this summary includes a brief explanation of the exceptions, as welt as the species and number of animals affected. 


4) The attending veterinanan for this research facility has appropnate authority to ensure the provision of adequate veterinary care and to oversee ttte adequacy of other 
aspects of animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
(Chief Executive Officer or Legally Responsible Institutional official) 

I certify that the above is true, correct, and complete (7 U.S.C. Section 2143) 



ICIAL (Type or Print) 


DATE SIGNED 
11/21/2006 


PART 1 - HEADQUARTERS 


This report is required by law (7 USC 21 43). Failure to report according to the regulations can See reverse side for 

result in an order to cease and desist and to be subject lo penalties as provided for in Section 2150. addibonal information 

Interagency Report Control No 
0180-DOA-AN 

UNN tu 5> 1 A 1 tS DEPARTMENT OF AGRICULTURE 

ANIMAL AND PLANT HEALTH INSPECTION SERVICE 

1. REGISTRATION NO. CUSTOMER NO 

42-V-0003 1585 

FORM APPROVED 

OM6 NO. 0579-0036 

ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 

2. HbAUUUAK 1 tRS RESEARCH FACILITY (Name and Address, as registered with USDA 
include Zip Code) 

DES MOINES VAMC (555) 

3600 30TH ST. 

DES MOINES, lA 50310 
(515) 699-5999 

1 sheels if necessary ) animals were housed or used in actual research, testing, leaching, or experimentaiilm. or held for these purposes. Attach additional 


FACILITY LOCATIONSCstes) 


See Attached Listing 

y 




. > 7 .., J 


^'V /’<=C=: 




v^!:’y y^,y yi. ,;.%> 3 


'/'ly. 


’ if. 


> 

e^,-. 


c -<' ■ 


.v-" -^.• 


A. 

Animals Covered 

By The Animal 

Welfare Regulations 

B. Number of 
animals being 
bred. 

conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yet used for such 
purposes. 

C. Number of 

animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain- 
relieving drugs. 

which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals 
and for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
’ used. 

E. Number of animals upon which teaching. 

experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and for which the use of appropriate 
anesthetic.analgesic, or tranquilizing drugs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, 
experiments, surgery, or tests. fAn explanation of 
the procedures producing pain or distress in these 
animals and the reasons such drugs were not used 
must be attached to this report) 

F. 

TOTAL NO. 

OF ANIMALS 

(Cols.C* 

D+ E) 

4 Dogs 



7 



5. Cats 






6. Guinea Pigs 






7. Hamsters 






8. Rabbits 






9. Non-Human Primates 






10. Sheep 






1 1 . Pigs 






1 2. Other Farm Animals 












1 3. Other Animals 
























ASSURANCE STATEMENTS 

1) Professionally acceotable standards oovemina the rarp ann 




2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act. and it has required that excepUons to the standards and regulations be spectfied and explained bv the 

TddS Inl'den^ nnlh farnr *' ^3™ and Use Committee (tACUC). A summary of atl the exceptions is attached to this annual report In 

addition to idenbfymg the lACUC-approved excepbons, this summary includes a brief explanation of the exceptions, as well as the species and number of animals aHeded 

" Is “cl?o?ani,^Sr»re?nV"^^^ 0'«^aee the adequacy of other 




This reportlls required by iaw (7 USC 2143). Failure to report according to the regulations can 
result in art order to cease and desist and to be subject to penalties as provided for In Section 2150. 


ii7T37i¥¥T^Ttr::TWfT¥iTITTa 


ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


See reverse side for 
0. additional information. 


1. REGISTRATION NO. CUSTOMER NO. 

42-R-0002 1574 


Interagency Report Control No 
0180-DOA^N 


FORM APPROVED 
0MB NO. 0579-0036 


ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 


2. HEADQUARTERS RESEARCH FACILITY (Name and Address, as registered with USDA, 
include Zip Code) 

DES MOINES UNIVERSITY - O M C 
3200 GRAND AVE 
DES MOINES. lA 50312 
(515)271-1520 


3. REPORTINC FACILITY (List all locations where animals were housed or used in actual research, testing, teaching, or experimentation, or held for these purposes. Attach additional 
sheets if necissary ) 


FACILITY LOCATIONSrstes 


Surgical Facility, Ryan Hall 


USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Anach addUonai sheets f necessary or use APHIS FORM 7023A ) 


Anin^s Covt$red 
ByTne Animal 
Wetfarq Regulations 


B. Number of 
animals being 
bred, 

conditioned, or 
h^d for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yet us^ for such 
purposes. 


Number 
animals upon 
whi^ teaching, 
research, 
experiments, or 
tests were 
conducted 
Involving no 
pain, distress, or 
use of pain- 
relieving drugs. 


D. Number of animats upon 
wftich experiments, 
teaching, research, 
surgery, or tests were 
conducted Involving 
accompanying pain or 
distress to the animals 
and for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 


Number of animals upon which teaching, 
experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and for which the use of appropriate 
anesthetic.analgesic, or tranquilizing drugs would 
have adversely affected the procedures, results, or 
interpretation di the teaching, research, 
experiments, surgery, or tests. (An explanatton of 
the procedures producing pah or distress in these 
animals and the reasons such &ugs were not used 
must be attached to this report) 


TOTAL NO. 
OF ANIMALS 

(Cols. C + 

D + E) 



1) Professk nally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anesthetic, analgesic, and tranquilizing drugs, prior to, during, 
and follow ring actual research, teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each phr|cipat ir vestigator has considered alternatives to painful procedures. 

3) This facil ty is aohering to the standards and regulations under the Act, arxl it has required that exceptions to the standards and regulations be specified and explained by ti^e 
principal nvestigator and approved by the Institutional Animal Care and Use Committee (lACUC). A summary of all the exceptions Is attached to this annual report lr> 
addition 1 3 Identifying the lACUC-approved exceptions, this summary Includes a brief explanation of the exceptions, as well as the species and number of anlnwls affected. 

4) The atter^ing veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other NOV 2 4 TOOf) 

aspects of animal care and use. tv/uu 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
(Chief Executive Officer or Legally Reeponeible Institutional official) 

I I certHy that the above Is true, correct, and complete (7 U.S.C. Section 2143) 


S IGNATURE I^F C.E.O. OR INSTITUTIONAL OFFICIAL I N AME & TITLE OF C.E.O. OR INSTITUTIONAL OFFICIA L (Type or Print) I DATE SIGNED I 
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AMENDED 


~ 

annual REPW of research facility 

(TYPE OR PRINT) 


See reverse side for 
^MjSon^Jnfonnai^ 


^^"RSGISraATOJTNo" 
42-R-0004 


CUSTOMER NO. 

1576 


interagency Report Control No 
Otao-DOA-AN 

FORM approved 

0MB NO. 0579-0036 


^AUMUAH.EKSRESEAK0HFAC.L.TyrN3 

"Cfcok. Zi, Code) " ' "'^■'^'J"i^-.«'ey«,refep^nDSDA/ 

university of IOWA 

W MEDICAL laboratories 
IOWA CITY, lA 52242 
— (319)33S .7gH.<; 




'“"7'""' 

lET 


ANmals Covered 
By The Animal 
WeHare Regulations 


4- Poos 
s. Cats 
6. Guinea PIqs 


7. Hamsters 

8. Rabbits 

_9. NorvHuiTian Primate.! 


10. Sheep 

11. Pins 

12. Other Farm Animaie 


13. Other Animals 

Ferret 


B. lAjmberol 
animals being 
bred. 

condiBoned. or 
held for use in 
•aaeNng. testing, 
eKpenrnents. 

'^wareh. or 
«Wfybutnot 
yat used for such 
pufposos. 


■ Numtjerof 
animals upon 
'*tiich leaching, 
research, 
experiments. Of 

tests were 
conducted 
involving no 
pain, distress, or 
use of pain* 
railevii 


20 


which experiments, 
leaching, research, 
auwt. or tests were 
oorxlucted Involving 
apoompanying pain or 
distress to the animals 
and for which approprlalo 
anesthedc, analgesic, or 
IranquOIiing drugs were 
used. 

56 


^;jf^^lSFOFiU7023A ~) 

r-5^“K2rSSt 


F. 


total no. 

OF ANIMALS 

(Cols. C ♦ 
D*E) 


56 


416 


169 


169 


■300 


27 


476 


59 


535 


Durance statemeotT . . 

4) ^ stten^ng voterlnartan for Ihis research facriih, h. ndudas a brief axplanadon of the excepBons as well aamT?* to this annual report, in 

_ aspects o f animal care an d use. ^ as appropr iate authority to ensure the provision of adeguale veterinary car atT”” ^ "'™***^ affected. 

UfcRTlFICATION BY HEAD QIIAPTCPo — <1equacy of other 


- ^""“■’""”'“7 care and to oversee 



This report 1 1 required by iaw (7 USC 2143). Failure to report according to the regulatiore can 
result In an 


See reverse side for 
additional information. 


Interagency Reixiit Control No 
OieO-DOA-AN 


ANNl 



ANIMAL AND PLANT HEALTH INSPECTION SERVICE 

lAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 

1. REOISTRATION NO. CUSTOMER NO. 

42-R-0004 1576 

FORM APPROVED 

0MB NO. 05794)036 

2. HEADQUARTERS RESEARCH FACILITY (Name and Addreas, as raglsterad with USDA, 
include Zip Code) 

UNIVERSITY OF IOWA 

400 MEDICAL LABORATORIES 

IOWA CITY, lA 52242 
(319)335-7985 

3. RB>ORTINO 
sheets If neca 

FACILfTY (List aH locations whara animals wara housad or usad in actual resaarch. tasting, taaching, or axparimantatlon, or hald for thasa purposes. Attach additional I 

ISSLi I 


FACmTY LOCATIOHSl'ates) 


' See Attached Lusting 


REPORT OF AM 

MLS USED BY OR UNDER CONTROL OF RESEARCH FACIUTY (Attach addIHanal sheets f necessary or use APHIS FORM 70234 ) | 

*■ 

Animal 

ByTh 

Welfare 

i Coveted 

1 Animal 
legulations 

B. Numberof 
animals being 
bred, 

conditioned, or 
held for use In 
teaching, testing, 
expertmants, 
research, or 
surgery but not 
yet usad for such 
purposes. 

C. Numberof 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 

Involving no 
pain, distress, or 
use of paln- 
ralisvlng dnjgs. 

D. Number of animals upon 
which experlmams, 
taaching, resaarch, 
surgery, or tests ware 
conducted Involving 
accompanying pain or 
distress to Ihe animals 
and for which appropriate 
anesihadc, analgesic, or 
tranqulllzlng dmgs were 
used. 

E. Number of animals upon which teaching, 
exparlmants, resaarch, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and for which the use of appropriate 
anasthalic,analgesic, or tranqulllzlng dmgs would 
have adversely affected the procedures, results, or 
interpretation it the taaching, research, 
experiments, surgery, or tests. (An explanation of 
the procedtres producing pain or distress In these 
animals and the raaaona such drugs ware not used 
must be attached to this report) 

F. 

TOTAL NO. 

OF ANIMALS 

(Cols. C + 

D + E) 

4. Dogs 


4 


28 


28 

5. Cats 


1 

5 

41 


46 

6. Guinea Pig 

* 


1 

90 


91 

7. Hamsters 


5 


54 


54 

8. Rabbits 


2 

20 

112 


132 

9. Non-Huma 

1 Primates 



8 


8 

10. Sheep 


4 


148 


148 

11. Pigs 


1 


300 


300 

12. Other Fanr 

Animals 













13. Other Aniir 

als 






Ferre 

t 

27 

476 

59 


535 















ASSURANCE SI 

ATHIENTS 




1) Professior MIy acceptable standards governing the care, treetment, and use of animals, Induding appropriate use of anesthetic, analgesic, and tranqulllzlng drugs, prior to, during, 
and follow ng actual research, teaching, testing, surgery, or exparlmantatian ware followad by this research facility. 

2) Each prim Ipal Investigator has considered alternatives to psinfol procedures. 

3) This fadllt r Is adhering to the standards and regulations under the Act, and It has required that exceptions to the standards and regulations be specified and explained by the 
principal ir vastigator and approved by the Institutional Animal Care and Use Commltlee (lACUC). A aummaiy of all the exeeptlone Is attached to this annual report In 
addition tc Identifying the lACUC-approved exceptions, this summary Includes a brief explanation of the exceptions, as well as the species and number of animals affected. 

4 ) The atteni Ing veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other NOV 2 4 2006 
aspects of|antmal care and use. 


CERTinCATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
(Chief Executive Officer or Legally Responsible Institutional official) 

^cerflJftttatttieabovetejniejWTWLandcomgjetejTUjSjCj^^ 



1 - HEADQUARTERS 


TMOUi sr I ; { 




This report is required by law (7 USC 2143). Failure to report according to the regulations can See reverse side for 

Interagency Report Control hk> 
0160-DOA-AN 

UNI [ to STATES DEPARTMEM OF AGRICULTURE 

ANIMAL AND PLANT HEALTH INSPECTION SERVICE 

1. REGISTRATION NO. CUSTOMER NO. 

42-R-0005, 1577 

FORM APPROVED 

0MB NO. 0579-0036 

ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 

2 . HbADQUARTERS RESEARCH FACILITY (Name and Address, as registered with USDA 

include Zip Code) . 

DRAKE UNIVERSITY ' 

2507 UNIVERSITY AVE. 

DES MOINES, lA 50311 
(515) 271-4933 

\ slS«s.fn^sary4 >^'8 housed or used in actual research, testing, teaching, or experimental,o^“held for these purposes. Attach additional 


See Attached Listing 


Ci\r\ ?SrW.C U 

O f 


FACILITY LOCATIONSft/test 


REPORT OF ANIMALS USED BY 


i- KbStARCH FACILITY (Attach additional sheets if necessary or use APHIS FORM 7Q23A ) 

Animals Covered 

By The Animal 

Welfare Regulations 

B. Number of 
animals being 
bred. 

conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yet us^ for such 
purposes. 

C. Number of 

animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain- 
relieving drugs. 

which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals 
and for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 

E. Number of animals upon which teaching, 

experiments, research, surgery or tests vtiere 
conducted involving accompanying pain or distress 
to the animals and for which the use of appropriate 
anesthetic.analgesic. or tranquilizing drugs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, 
experiments, surgery, or tests. (An explanation of 
the procedures producing pain or distress in these 
animals and the reasons such (tugs ware ryot used 
must be affacried to this report) 

F. 

TOTAL NO. 

OF ANIMALS 

(Cols. C + 
D*E) 

4. Dogs 






5. Cats 

f/) 





6. Guinea Pigs 






7. Hamsters 






8. Rabbits 






9. Non-Human Primates 






1 0. Sheep 






1 1 . Pigs 

(ZX 





12. Other Farm Animals 









• 



13. Other Animals 

























K-eatment and use of animals, including appropriate use of anesthetic, analgesic, and tranquiliang drugs, prior to, during 

and following actual research, teaching, testing, surgery, or experimentation were folimved by this research facility. a u i" s. 

2) Each principal investigator has considered alternatives to painful procedures. 

'''® ®*3"^ards and regulabons under the Aa and it has required that exceptions to the standards and regulations be specified and explained by the 
aSSiU^ to SSn me fAClTS^'' Care and Use Committee (lACUC). A summary of all the exceptions is attached to this annual report. In 

addilion to identifying the lACUC-approved excepbons, this summary includes a brief explanation of the exceptions, as vrell as the species and number of animals affected. 

2p4ts ^animal^reTnV^r'* appropriate auLhority to ensure the provision of adequate veterinary care and to oversee the adequacy of other 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 

(Chief Executive Officer or Legally Responsible Institutional official) 

I certifv that the ahnve k true rnrrert anH i^nmnletA /7 M C 04 A'i\ 


2 8 20C5 



HEADQUARTERS 



This report is required by iew (7 USC 2143). Failure to report according to the regulations can 
result in af order to cease and desist and to be subject to penalties as provided for In Section 2150. 


See reverse side for 
additional Information. 


UNITED STATES DEF-ARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


ANNUAL REPORT OF RESEARCH FACILITY 

I (TYPE OR PRINT) 


1. REGISTRATION NO. 
42-R-0019 


CUSTOHER NO. 
1580 


Interagency Report Control No 
0180-DOA-AN 


FORM APPROVED 
0MB NO. 0579-0036 


2. HEADQUARTERS RESEARCH FACILITY (Name and Ad&ess, as registered with USDA, 
include Zp Code) 

BOEHRINGER INGELHEIM VETMEDICA. INC 
P.O. BOX 50 

SIOUX CENTER, lA 51250 



FACILITY (List all locations where animals were housed or used in actual research, testing, teaching, or experimentation, or held for these purposes. Attach additional 

\ 


INGELHEIM/NOBL LABORATORIES 
R, lA 51250 


FACILITY LOCATIONSfstes. 


GESINK RESEARCH FACILITY 
ORANGE CITY, lA 51041 


REPORT OF AEMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attach additional sheets If necessary or use APHIS FORM 7023A ) 



4. Dogs 

j 

5. Cats 


6. Guinea Pi 

js 

7. Hamsters 


8. Rabbits 


9. Non-Humi 

in Primates 



Number of 
animals being 
bred, 

conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yet us^ for such 
purposes. 


mber 
animals upon 
which teaching, 
research, 
experiments, or 
tests ware 
conducted 
Involving no 
pain, distress, or 
use of paln- 
rellaving drugs. 


Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted Involving 
accompanying pain or 
distress to the animals 
and for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs ware 
used. 


E. Number of animals upon which teaching, 
experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and for which the use of appropriate 
anesthetic,analgeslc, or tranquilizing drugs would 
have adversely affected the procedures, results, or 
Interpretation of the teaching, research, 
experiments, surgery, or tests. (An explanation of 
the procedures producing pah or distress h these 
animals arrd the reasons such drugs were not used 
must be attached to this report) 


TOTAL NO. 
OF ANIMALS 



CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
(Chief Executive Officer or Legally Responsible Institutional official) 

I cerWy that the above is true, correct, and complete (7 U.S.C. Section 2143) 


F C.E.O. OR INSTITUTIONAL OFFICIAL | NAME & TITLE OF C,E.O. OR INSTITUTIONAL OFFICIAL (Type or Print) 


DATE SIGNED 

11/20/2006 


APHIS FOR 
(AUG 91)1 


(Replaces VS FORM 18-23 (Oct 88), which Is obsolete 
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is required by iaw (7 USC 2143). Faiiure to report according to the regulations can See reverse side for 

order to cease and desist and to be subject to penalties as provided for In Section 2150. additional Information. 


NT OF AGRICULTURE I 1. REGISTRATION NO. CUSTOMER NO. 

ANIMAL AND PUNT HEALTH INSPECTION SERVICE I 42-R-0026 1582 


Interagency Report Control No 
0180-DOA-AN 


FORM APPROVED 
0MB NO. 0579-0036 


ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 



2. HEADQUARTERS RESEARCH FACILITY (Name and Address, as reg^tered with USDA, 
Include Zip Code) 

KIRKWOOD COMMUNITY COLLEGE 
6301 KIRKWOOD BLVD S W 
CEDAR RAPIDS, lA 52406 
(319)398-5609 


(Ust all locations where animals were housed or used In actual research, testing, teaching, or experimentation, or held for these purposes. Attach additional 


FACILITY LOCAHONSfsilss, 


See Attached Listing 



USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attach additional sheets f necessary or use APHIS FORM 7023A ) 


B. Number of C. Number of D. Number of animals upon E. Number dt animals upon which teaching, 

animals being animals upon which experiments, expehments, research, surgery or tests were 

bred, which teaching, taaching, research, conducted Involving accompanying pain or distress 

conditioned, or research, surgery, or tests were to the animals and for which the use of appropriate 

held for use in experiments, or conducted Involving anesthellc.8nalgeslc, or trsnquilizing dmgs would 

teaching, testing, tests were accompanying pain or have adversely affected the procedures, results, or 

experiments, conducted distress to the animals Interpretation of the teaching, research, 

research, or involving no and for vrhlch appropriate experiments, surgery, or tests. (An ergrfanatlprr of 

surgery but not pain, distress, or anesthetic, analgesic, or the procedures producing pain or distress In these 

yet us^ for such use of pain- tranquilizing drugs vrere animals and the reasons such drugs were not used 

purposes. relievino drugs. used. must be attached to this report) 


TOTAL NO. 
OF ANIMALS 

(Cols. C + 

D + E) 



ASSURANCE WATEMENTS 


1) Professl^ally acceptable standards governing the care, treatment, and use of animals. Including appropriate use of anesthetic, analgesic, and tranqullizing drugs, prior to, during, 
ving actual research, teaching, testing, surgery, or experimentabon were followed by this research facility. 

icipal Investigator has considered alternatives to painful procedures. 

Ity Is adhering to the standards and regulations under the AcL and It has required that exceptions to the standards and regulations be specified and explained by the 
Investigator and approved by the Institutional Animal Care and Use Committee (lACUC). A summary of all the exceptions la attached to thia annual report. In 
o Identifying the lACUC-approved exceptions, this summary includes a brief explanation of the exceptions, as well as the species and number of animals affecteil 

ding veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other NOV 2 4 2006 


animal care and use. 



CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
(Chief Executive Officer or Legally Responsible Institutional official) 

I ce 


NAME A TITLE OF C.E.O. OR INSTITUTIONAL OFFICIAL (Type or Print) I 

DATE SIGNED 

m m 





88), wMch la obaolete 
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This report k required by law (7 USC 2143). Failure to report according to the regulations can See reverse side (or Interagency Report Control No 

result in an prder to cease and desist and to be subject to penalties as provided for In Section 2150. additional information. 0180-DOA-AN 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


See reverse side for 
0. additional information. 


1. REGISTRATION NO. CUSTOMER NO. 

42-R-0027 1583 



FORM APPROVED 
0MB NCi. 05794)036 


2. HEADQUARTERS RESEARCH FACILITY (Name and Address, as registered wgh USDA, 
include Zip Code) 

MIDLAND BIOPRODUCTS CORP 
800 SNEDDEN DRIVE 
P.O.BOX 309 
BOONE. lA 50036 
(515)432-5516 


ACIUTY (Ust all locations where animals were housed or used In actual research, testing, teaching, or experimentation, or held for these purposes. Attach additional 


ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 


FACIUTY LOCATlONSr^S 


See Attached lasting 


REPORT OF 


A. 


S USED BY OR UNDER CONTROL OF RESEARCH FACILfTY (Attach addibnal aheota f necessary or use APHIS FORM 7023A ) 


Covered 
I Animal 
[emulations 


B. Number 
animals being 
bred, 

conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yet used for such 
purposes. 


. Numberof 
animals upon 
which teaching, 
research, 
experiments, or 
tests ware 
conducted 
involving no 
pain, distress, or 
use of pain> 
reiievino druos. 


D. Numbar of animals upon 

E. Numbar of animals upon which taaching. 

F. 

whicri axparimants, 

axparimants, rasearch, surgery or tests were 


taaching, rasaarcri, 

conductad involving accompanying pain or distress 

TOTAL NO. 

surgafy, or taats wara 

to the animals and for which the use of appropriate 

OF ANIMALS 

conductad involving 

anesthetic, analgesic, or tranquilizing drugs would 


accompanying pain or 

have adversely alfactad the procaduras, results, or 

(Cols. C + 

distraas to the animals 

inteiprelstlon of the teaching, rasearch. 

D + E) 

and for which appropriate 

axparimants, surgeiy, or tests. (An explenation of 

anesthetic, analgesic, or 

the procedures producing pain or distess in these 


tranquilizing dmgs were 

animals and the raaaons such drugs ware not used 


used. 

must be attached to this report) 




ASSURANCE STATEHOITS 


1) Profession] lly acoeptatHe standards governing tfte care, treatment and use of animals, including appropriate use of anesthetic, analgesic, and tranquilizing drugs, prior to, *^ring, 
and fbliowii g actual research, teaching, testing, surgery, or experimentation were foKowed by this research facility. 

2) Each prind \a\ investigator has considered alternatives to painful procedures. 

3) This fadiity is adhering to the standards and regulations under the Act and it has requited that exceptions to the standards and regulations be specified and e}q)lained by the 
principal in' estigator and approved by the institutional Animal Care and Use Committee (iACUC). A summary of all the exceptions is attached to this annual report, in 
addition to jentifying the IACUC-af^)roved exceptions, this summary Indudes a brief e)q)l8natlon of the exceptions, as well as the spedes and number of animals affected,. 

4) The attend! ig veterinarian for tfiis research fadiity has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other It Or 

aspects of i nimal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
(Chief Executive Officer or Legaily Responsibie Institutionai officiai) 
I certify that the above is tnje, correct, and complete (7 U.S.C. Section 2143) 


NAME & TITLE OF C.E.O. OR INSTITUTIONAL OFFICIAL (Type or Print) 


'2 4 2006 



DATE SIGNED 
11/20/06 



T 1 - HEADQUARTERS 
























This report Is required by lew (7 USC 2143). Feilure to report according to the regulations can See reverse side for 

result In an order to cease and desist and to be subject to penalties as provided lor In Section 2150. additional information. 


IIT7Tri3iia?S¥3:Til^^ 


ARTMENT OF AGRICULTURE 
.ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


JAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 


1. REGISTRATION NO. 
42-R-0029 


CUSTOMER NO. 
1617 


Interagency Report Control No 
0180-DOA-AN 


FORM APPROVED 
OMB NO. 0579-0036 


2. HEADQUARTERS RESEARCH FACILITY (Name and Address, as registered with USDA, 
include Zip Code) 

ELMIRA BIOLOGICALS, INC. 

5514 ELMIRA RD N E 
IOWA CITY, lA 52240 



FACtLITY (List all locations where animals were housed or used In actual research, testing, teaching, or experimentation, or held for these purposes. Attach ailditlonal 


FACILITY LOCATIONSrs*SS, 


ELMIRA BIOLOGICALS, INC. 
IOWA CITY, U 52240 


ELMIRA BIOLOGICALS, INC. 
IOWA CITY, U 52240 


USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attach additional sheets f necessary or use APHIS FORM 7023A ) 


Number of 

C. Number of 

D. Nun^Mf of animals upon 

E. Number of animals upon which teaching. 

F. 

animals being 

animals upon 

which experiments, 

experiments, research, surgery or tests were 


bred. 

which tearhing. 

teaching, research, 

conducted involving accompanying pain or distress 

TOTAL NO. 

conditioned, or 

research. 

surgery, or tests were 

to the animals and for which the use of appropriate 

OF ANIMALS 

held for use In 

experiments, or 

ccviducted involving 

anesthetic, analgesic, or tranquilizing drugs would 


teaching, testing. 

tests were 

accompanying pain or 

have adversely affected the procedures, results, or 

(Cols. C + 

experiments. 

conducted 

distress to the animals 

interpretation iff the teaching, research. 

D + E) 

research, or 

involving no 

and for which appropriate 

experiments, surgery, or tests. (An explanatton of 

surgery but not 

pain, distress, or 

anesthetic, analgesic, or 

the procedures producing pain or distress in these 


yet used for such 

use of paln- 

^nguillzing drugs were 

animals a/xf the reasons such drugs were not used 


purposes. 

rellevinq dnrgs. 

used. 

must be attached to ttiis report) 





ASSURANCE STATEMENTS 


ly acceptable standards governing the care, treatment, and use of animals. Including appropriate use of anesthetic, analgesic, and tranquilizing dnrgs, prior to, during, 
ng actual research, teaching, testing, surgery, or experimentation were followed by this research facility. 

idpal investigator has considered alternatives to painful procedures. 

Ity Is adhering to the standards and regulations under the Act, and It has required that exceptions to the standerds and regulations be specified and explained by the 
Investigator and approved by the Institutional Animal Care and Use Committee (tACUC). A summaiy of all the excepUons Is attached to this annual report, h 
o Idenlifying the lACUC-approved exceptions, this summary Includes a brief explanation of the exceptions, as well as the species and number of animals affecteil. 

ding veterinarian for this research tecility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other 
animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
(Chief Executive Officer or LeseHy Responsible Institutional official) 

I certify that the above Is true, correcL and complete (7 U.S.C. Section 21 43) 


SIGNATURE OF C.E.O. OR INSTITUTIONAL OFFICIAL I NAME ft TITLE OF C.E.O. OR INSTITUTIONAL OFFICIAL (Type or Print) 


APHIS FORiyi 7023 
(AUG 01) 


(Replaces VS FORM 1S43 (Oct 88), wMch is obsolete 



DATE SIGNED 


PART 1 - HEADQUARTERS 


























This report Is required by law (7 USC 2143). Failure to report according to the regulations can 


See reverse side for 


Interagency Report Control No 


ITTIl i=fiiaT^rifi¥iT=i:7:T?5 a TUTil 


AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 


FACILITY (List all locations where animals were housed or used In actual reaaarch, testing, teaching, or axperimentatlon, or held for these purposes^ Attach additional 


1. REQtSTRATION 

42-R-0030 

CUSTOMER NO. 
1624 

FORM APPROVED 

0MB NO. 0579-0036 

1 2. HEAE)QUARTER8 RESEARCH FACILITY (Name and Address, as registered with USDA, I 

Include Zip Code) 

VETERINARY RESOURCES, INC 

416 DOUGLAS AVENUE, SUITE 100 

POBOX886 

AMES, lA 50010 
(515)233-2349 


FACIUTY LOCATtONSfailles 


See Attached Listing 


USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attach additional aheala fnaceaaary or uae APHIS FORM 7023A ) 


Animals Covered 
By The Animal 
Welfare Regulations 


Number of 
animals being 
bred, 

conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yet us^ for such 
purposes. 


animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use of paln- 
rellevina druos. 


which axpanments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals 
and for which appropriate 
anesthetic, analgesic, or 
Iranquilizing dregs were 


Number of animals upon which teaching, 
experiments, research, surgery or tests were 
conducted Involving accompanying pain or distress 
to the animals and for which the use of appropriate 
anesthetic,analgsslc, or tranquilizing dregs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, 
experiments, surgery, or tests. (An explanation of 
the procedures produchg pain or disiress In these 
animals and the reasons such drugs were not used 
must be attached to this report) 


TOTAL NO. 
OF ANIMALS 



ASSURANCE STATEMENTS 


1) Profasslohally acceptable standards governing the care, tre a tme n t, and use of animals. Inducing appropriate use of anesthetic, analgesic, and tranquilizing dregs, prior to, during, 
and following actual research, teaching, testing, surgery, or experimentation ware fOllowad by this research fadllty. 

2) Each priricipal investigator has considered alternatives to painful procedures. 

3) This facility Is adhering to the standards and regulations under the Act and It has required that exceptions to the standanis and regulations be specified and explained by the 
principal Investigator and approved by the Institutional Animal Care and Use Committae (lACUC). A summaiy of all the excspUona Is attached to this annual report Ir 
addition tb identifying the lACUC-approved exceptions, this summary Includes a brief explanation of the exceptions, as well as the species and number of animals affected. 

4) The attertf Ing vetennarian fOr this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other 
aspects qf animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
(Chief Executive Officer or Legaiiy Responsibie InetHutionai officiai) 

I certify that the above is true, cortecL and complete (7 U.S.C. Section 21 43) 


NAME & TITLE OF C.E.O. OR INSTITUTIONAL OFFICIAL (Type or Print) 


FORM 18-23 (Oct aS), 


DATE SIGNED 

oijscnxs 


T 1 - HEADQUARTERS 



OCT 4 2006 





















t is reqiJrsd by iww (? U8C 21 43) Failure to report accordinQ to the reguUrtions can 
1 order to oaase and delist and to be subject lo penalties as provided for In Section 2150 


Set reverse side for 
additionalinformation 


InteragwiM Report « 
0160 - 00 /^ 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


FORM APPROVED 
OMB NO. OS79>0036 



1 REGISTRATION NO. 

~ ^~Oo 3 ^ 


2. HEADQUARTERS RESEARCH FACIUTY (Name and Address, as rasMsred with USDA 
include Zip Code) 

0\JkK 

71.2. - 


ING FACILITY (List ell locations where animals wara houaad or used in actual resa^eh, tasting, taacMng. or axpartmantation, or haid for thasa purposes. Attach additional 
laoassary.) 


FACILITYLOCATIONS {Sites) 


ANNUAL REPORT OF RESEARCH FACILITY 
(TYPE OR PRINT) 




REPORT OFfANIMALS USED BY OR UNDER CONTROL OP RESEARCH FACILITY (AtUeh AddHIonN shaHa If r 


B .Number of 
animals being 
brad, 

conditioned, or 
held for use in 
teaching, tasting, 
axpartmants. 
research, or 
surgery but not 
yet used avouch 
purpossa 


C. Number of 
animala upon 
which toaching, 
raaaarch, 
axparimants, or 
teats wara 
conducted 
Involving no 
pam. diatroaa. oi 
use of pain* 
raliavtrtg drugs. 


D. Number of animals upon 
which axpartmants, 
teaching, raaaarch, 
aurgaiy, or tsata ware 
conducted involving 
accompanying p^n or 
distress to the anlmalB 
and for whl^ appropriate 
anaathattc, analgaaic, or 
tranquillzlng ctoiga wara 


pessary or uaa APHIS FORM 7023A) 


E. Number of animala upon which teaching 
axpartmanto, raaaarch, aurgary. or testa wara 
conducted Involving accompanying pain or distress 
to the animals and for which the use of approprtats 
artasthattc. artalgasic, or tranquillzlng drugs would 
have advaraaly affected the procaduraa, results, or 
IntarprataUon of the teaching, raaaarch, 
axpartmants. surgery, cr tests. (An tcptmnmtion of 
tho p/ooodurmm prottue/ng pa/n or dKaCraaa in Ptoao 
mnimmlm and tho mmaono much dmgt worm no/ uaad 
muMt bo mttmc/iod to thio mpoip 


TOTAL NO 
OF ANIMALS 


(Cols. C ♦ 

D+ E) 


naNyaceaptabla standards governing the care, traatmant, and uaa of animals including appropriate use of anasthatic, analgasle, and tranquillzlng drugs, prior to, during 
ing actual rssaarch, teaching, tasting, surgery, or axpartmantation wara followed by thie raaaarch facility 

2) Each prinleipal investigator has considarsd altarnativss to painful procedures. 




4. Dogs 


5. Cats 


6. Guinea Pigs 


7. Ham 


8. Rabbi 


9. Non-hunnan Primates 


10. Shee 


11.. Pi 


12. Other Rarm Anirnate 




3) This faeU y is adhering to the standards and regulations under the Act. and it haa required that axcaptions to the standards and regulations be spacifiad and explained by tl-ia 
principal nvaattgator and appravad by the Institutional Animal Cara and Use Committaa (lACUC). A summary of all aweh axeaptlona laattaehad le this annual report. In 
addittcnt >ktBrtif^nothwlACLX>a|3pRwedaMcwpttorw. thIaaurnrrMry Indudea a brtaf explanation of the aMoaiotiona. aa wall as the apactaasvKl nurrtaar of anlntoaaRbebKl. 

va^nartarfer this research faciitty haa appropriate authority to anam the provMon of a riafy a te velartnary owaand toower e ae tha ariaryiacy of otharaapaiteof 


I CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 

I (Chiaf Exaeuthf* Offioar or Lagally Raaponalbl* InBtItiitional Offiolal) 

I lMrtlVIM«»S»alittuikaanBO(andaen|Ma(7USCSH0an2M3;. 



APHIS F 

(AUO I 


(Raplacas VS FORM 18-23 (OCT 88) which I. obTClata 


1 6 2007 



































is required by law (7 USC 2143). Failure to report according to the regulations can 
order to cease and desist and to be subject to penalties as provided for In Section 2150. 


See reverse side for 
additional Information. 




ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


1. REOISTRATION NO. 
42-R-0036 


CUSTOMER NO. 
16632 


Interagency Report Control No 
0180-DOA-AN 


FORM APPROVED 
0MB NO. 0579-0036 


AL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 


2. HEADQUARTERS RESEARCH FACIUTY (Name and Addvss, as registered with USDA, 
include Zip Code) 

PALMER COLLEGE OF CHIROPRACTIC 
1000 BRADY STREET 
DAVENPORT. lA 52803 
(563)884-5163 


FACILITY (List all locations where animals were housed or used In actual research, ttsting, teaching, or experimentation, or held for these purposes. Attach additional 


FACILITY LOCATIONSr'saISS 



USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attach addttona! sheets f necessary or use APHIS FORM 7023A ) 


C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use of paln- 
relleving drugs. 


Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted Involving 
accompanying pain or 
distress to the animals 
and for which appropriate 
anesthetic, ansigesic, or 
tranqulllzlng drugs were 
used. 


Number of animals upon which teaching, 
experiments, research, surgery or tests were 
conducted Involving accompanying pain or distress 
to the animals and for which the use of appropriate 
anesthetlc,analgeslc, or tranqulllzlng drugs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, 
experiments, surgery, or tests. (An eigilanatlon of 
the procedures produchg pain or distress In these 
animals and the reasons such drugs were not used 
must be attached to this report) 


TOTAL NO. 
OF ANIMALS 

(Cols. C * 

D + E) 













































This r^orl is required by law (7 USC 2143). Failure to report according to the regulations can 
result In art order to cease and desist and to be subject to penalties as provided for In Section 2150. 


0FA6RICULTU 
I ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


See reverse side for 
additional Information. 


Interagency Import Control No 
0180-DOA-AN 


FORM APPROVED 
0MB NO. 0579-0036 


ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 



2. HEADQUARTERS RESEARCH FACILITY (Name and Address, ^ registered with USDA, 
inciude Zip Code) (Y 

GREAT APE TRUST OF IOWA 
4200 SOUTH EAST 44TH AVENUE 
DES MOINES. lA 50320 
(515)243-3580 


FACILITY (List all locations where animals were housed or used In actual reseat^, lasting, leaching, or experimentation, or held for these purposes. Attach additional 

.1 


FACILITY LOCAT)ONSfs«ss 


See Attached LIstinq 





8 USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attach additional ahaeta ifnacasaary or uae APHIS FORM 7023A ) 


B. Number of 
animals being 
bred, 

conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yet us^ for su^ 
purposes. 


mber of animals upon 
which experiments, 
teaching, research, 
sunjery, or tests were 
conducted involving 
accompanying pain or 
disbess to the animals 
and fbrv^^ appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 


E. Number of animals upon which teaching, 
experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and for which the use of appropriate 
anesthetic.analgeslc, or tranquilizing drugs would 
have adversely affected the procedures, results, or 
interpretation Of the teaching, research, 
experiments, surgery, or tests. (An explanation of 
the procedures producing pain or distress in these 
animala and the reasons such drugs were not used 
must be attached to this report) 


TOTAL NO. 
OF ANIMALS 

(Cols. C + 
D'f'E) 


5. Cats 

i 

6. Guinea Pi 

L 



ASSURANCE STATHyCNTS 


1) Professi^ally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anesthetic, analgesic, and tranquilizing drugs, prior to. during, 
ng actual resear^, teaching, testing, surgery, or experimentation were followed by this reSMrch ^lity. 


2) Each prihcipai investigator has considered alternatives to painful procedures. 

3) This fa4'ty is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the 
investigator and approved by tfie Institutional Animal Care and Use Committee (lACUC). A eunvnary of all the receptions Is attached to this annual report. In 
:o identifying the lACUC-approved exceptions, this summery includes a brief explanation of the exce^ons, as well as the species and number of animals affected. 

ding veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee ttie adequacy of other 
animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
(Chief Executive Officer or Legally Responsible Institutional official) 

I certify that the above Is true, correct, and complete (7 U.S.C. Section 2143) 


NAL OFFICIAL I NAME & TITLE OF C.E.O. OR INSTITUTIONAL OFFICIAL (Type or Print) 




SEP 2 5 2006 
















i n»8 report la required by law (? USC 21 43) Failure lo report according lo the regulations can 
r.-snull in on order to cease end desist and to bo subject lo penalties qs provkJed for In Section 2i50 


Sal reverse side fcr 
additionalinformalion 


Interagency Reprut Control No 
0180-DOA-AN 


UNITED STATES DfIPARTV.ENT OF AGRICULTURE 

AN MAC AND PLANT MGALTi-l iNSPECTJON SERVICE 

X REGISTRATION NO . 

42-R-0040 

FOR\'' A.apPOVGO 

OMB NO. Of.7Si OC3a 


2, HEADQUARTERS RESEARCH FACILITY (Name snd Address, as rogistored with USDA 

Include Zip Code) 

AMNIJA.L REPORT OF RESE.APCH FACILITY 
(TYPE OR PRINT) 

Iowa Western Community College 

2700 College Road 


Council Bluffs, lA 5 

1503 

3 It. •dOHTING l ACILI TV <Uat all locallpn. wha,e anwm.. woto hou.ed or u.od In acUinl ra.carch. laohna. loacnlna. or o.ponmoninllon. or nmo lor ihoae purpn.a. Allacn ,B<.l.!mnnl 

«n. ots If necessory.) 


FACILITY UOCATIONS <Sl1cs) 


IWCC Council Bluffs Campus 


2700 College Road 


Council Bluffs, lA 51503 




AnlinniR Covaroo 
By 1 ho Animo 
WOrforo Reaulationo 


4. Dogs 


5. Ce:s 


S. Guinea Pigs 


7. Ha^nsters 


B .Number of 

animals being 
bred, 

ciindllionGd.or 
held foruoe In 
loachlng, testing. 
nxr>«rtmen(A, 
roRoarch, or 
surgery but not 
yet >ie<xl ibr such 
r.urRSKSs 


C Number of 

enimeis upon 
which (eadiing. 
research, 
experiments, or 
tests were 
conducted 
Involving no 
pain, disfrone. oi 
use of pain- 
rolleving drugs. 


O. Number of nnlmals upon 
wN(^ excarirrvantfl, 
leacNng, research, 
surgery, or tests were 
concHicled Involving 
ocRompnnyIng pain or 
distress m the animals 
and for which appropiintn 
nnosthotfe. analgeelc. or 
tront)i4ill£|ng drugs were 
used 


19 


26 


E. Number of anlmnls upon which teaching 
experTmerMs. research, surgery, or teste were 
conducted invoMng eccom ponying uain or distress 
to (he anlmds mid for which the use of appropnnle 
anesthatic. arvalgeslo. or Iranouilizing drugs would 
have ndversaty af'octnd tfin procoduras, raButis, or 
interpretetion of lha lonehlng. research, 
experiments, surgery, or tests (4n oxpinnmtion of 
tho procaduroR producing pain arOistrosa in fftoaa 
en/ma/s and tpa roosons such drugs ivom nof used 
must ho attochad /o this mpod) 


TOTALNO 
OF ANIVALS 


{C oin. C -r 

D * E) 


19 


26 


8. Raiibits 


9. Non human Primates 

10. Si»eep 


11.. Pijs 


0 

0 


12. Ot.’tor Farm Animals 


13 C)th' 2 r Animals 


I ASSL'HA.-iCC STATEMENTS 


’ a, ..Mollorne “°=' “»'*««« arm.ia.l.c, «nalfl...c. and ,ran«ul«zlna drug, pnor ,p, dm lap 

2) Eai .1 principal mvoatlgntor hns consioerea aliernntJves to painful proenduros 


prl.- p^ r„d rapu a.,,,,, ppdar ,h. Ac. aad „ ha. ,aau,rod mat ..caption, to tha ...ndatd. and rapulatlon, p.. .ppciaa and axplomet, n, m. 

" I^Cdmm.tta. „ACUC) A ...mata.yo, .11 aaoh ..oaptlona 1. ....chad to thi. anl! 

K= mantirytno ttm IACUC-n,;pnA«rt n.cdptlona. It., acnrnnry mdudoa a bdrf axplpnalloo d tn« n«to«lon,. a» vAtll a, in,. a,«dipa a,« nuntU.. o, animala arfoctca. 

■» ^ «.«,t«.ta dnletlnmy paro and Ip odamaa tna acmpmtv o, ptna, aaix^ta of 



This report is required by law (7 USC 2143). Failure to report according to the regulations can See reverse side for Interagency Report Control No 

result in an order to cease and desist and to be subject to penalties as provided for in Section 2150. additional information. 0180-OOA-AN 


UNITED STATES DEPARTMENT OF AGRICULTURE 

ANIMAL AND PLANT HEALTH INSPECTION SERVICE 

1. REGISTRATION NO. CUSTOMER NO. 

42-V-0002 1584 

FORM APPROVED 

0MB NO. 05794)036 

ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 

2. HEADQUARTERS RESEARCH FACILITY (Name and Address, as registered with USDA, 

include Zip Code) 

IOWA CITY VAMC (584) 

HWY6WEST 

IOWA CITY, lA 52246 

3. REPORTING FACILITY (List all locations where animals were housed or used in actual research, testing, teaching, or experimentation, or held for these purposes. Attach additional 

sheets if necessary.) 


FACILITY LOCATIONSfSrfes) 

#554 I 

IOWA CITY. lA 52246 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILRY (Attach additional sheets if necessary or use APHIS FORM 7023A ) 

A. 

Animals Covered 

By The Animal 

Welfare Regulations 

B. Number of 

animals being 
bred. 

conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgwy but not 
yet used for such 
purposes. 

C. Numoer of 

animats upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving r>o 
pain, distils, or 
use of pain* 
relieving drugs. 

D. Number cf animals upon 

which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals 
and for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 

E. Number of animals upon which teaching. 

experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and for which the use of appropriate 
anesthetic.analgesic. or tranquilizing drugs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, 
experiments, surgery, or tests. (An exj>larwtion of 
the procedures producing pain or distress in these 
animals and the reasons such drugs ware not used 
must be attached to this report) 

F. 

TOTAL NO. 

OF ANIMALS 

(Cots. C + 
D<»>E) 

4. Dogs 



65 


65 

5. Cats 






6. Guinea Pigs 


20 



20 

7. Hamsters 

1 


103 


103 

8. Rabbits 






9. Non-Human Primates 






10. Sheep 






11. Pigs 






12. Other Farm Animals 












13. Other Animals 
























ASSURANCE STATEMENTS 


1) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anesthetic, analgesic, and tranquilizing drugs, pnor to. dunng. 
and following actual research, teaching, testing, surgery, or experimentation were followed by this research facility. 


2) Each principal investigator has considered alternatives to painful procedures. 


3) This facility is adhering to the standards and regulations under the Act. and it has required that exceptions to the standards and regulations be specified and explained by the 
principal investigator and approved by the Institutional Animal Care and Use Committee (lACUC). A summary of all the exceptions is attached to this annual report. In 
addition to identifying the IACUC*approved exceptions, this summary includes a brief explanation of the exceptions, as welt as the species and number of animals affected. 


4) The attending veterinanan for this research facility has appropnate authority to ensure the provision of adequate veterinary care and to oversee ttte adequacy of other 
aspects of animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
(Chief Executive Officer or Legally Responsible Institutional official) 

I certify that the above is true, correct, and complete (7 U.S.C. Section 2143) 



ICIAL (Type or Print) 


DATE SIGNED 
11/21/2006 


PART 1 - HEADQUARTERS 


This report is required by law (7 USC 21 43). Failure to report according to the regulations can See reverse side for 

result in an order to cease and desist and to be subject lo penalties as provided for in Section 2150. addibonal information 

Interagency Report Control No 
0180-DOA-AN 

UNN tu 5> 1 A 1 tS DEPARTMENT OF AGRICULTURE 

ANIMAL AND PLANT HEALTH INSPECTION SERVICE 

1. REGISTRATION NO. CUSTOMER NO 

42-V-0003 1585 

FORM APPROVED 

OM6 NO. 0579-0036 

ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 

2. HbAUUUAK 1 tRS RESEARCH FACILITY (Name and Address, as registered with USDA 
include Zip Code) 

DES MOINES VAMC (555) 

3600 30TH ST. 

DES MOINES, lA 50310 
(515) 699-5999 

1 sheels if necessary ) animals were housed or used in actual research, testing, leaching, or experimentaiilm. or held for these purposes. Attach additional 


FACILITY LOCATIONSCstes) 


See Attached Listing 
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A. 

Animals Covered 

By The Animal 

Welfare Regulations 

B. Number of 
animals being 
bred. 

conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yet used for such 
purposes. 

C. Number of 

animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain- 
relieving drugs. 

which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals 
and for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
’ used. 

E. Number of animals upon which teaching. 

experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and for which the use of appropriate 
anesthetic.analgesic, or tranquilizing drugs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, 
experiments, surgery, or tests. fAn explanation of 
the procedures producing pain or distress in these 
animals and the reasons such drugs were not used 
must be attached to this report) 

F. 

TOTAL NO. 

OF ANIMALS 

(Cols.C* 

D+ E) 

4 Dogs 



7 



5. Cats 






6. Guinea Pigs 






7. Hamsters 






8. Rabbits 






9. Non-Human Primates 






10. Sheep 






1 1 . Pigs 






1 2. Other Farm Animals 












1 3. Other Animals 
























ASSURANCE STATEMENTS 

1) Professionally acceotable standards oovemina the rarp ann 




2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act. and it has required that excepUons to the standards and regulations be spectfied and explained bv the 

TddS Inl'den^ nnlh farnr *' ^3™ and Use Committee (tACUC). A summary of atl the exceptions is attached to this annual report In 

addition to idenbfymg the lACUC-approved excepbons, this summary includes a brief explanation of the exceptions, as well as the species and number of animals aHeded 

" Is “cl?o?ani,^Sr»re?nV"^^^ 0'«^aee the adequacy of other 




